Inspired Players Never Gave Up
(top left) Matt Licht and John Peasley battle for the ball, (top right)
Defense forces fumble, (bottom left) Coaches examine Kinley
Green after injury, (bottom right) Jim Taft pitches and Elmo Wright
catches.
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